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21 July 1970 


Subject ; 


Attention: 


Contract I | (65>7)-128k6. Follow-On EMR Program 
Item V - Configuration Records 

STATINTL 


With the close-out of the subject Contract anticipated in the 
near future (estimated 30 September 1970 for delivery of 
Final Spare Part(s) item) the writer desires to accomplish 
disposition of the various records compiled during in-olant 
acceptance testing of the EMR and OPS AGE equipments - spec- 
II leal ly the following significant documents are involved: 


(i) Acceptance Test Reports (data) for EMR Systems 
as compiled in accordance with the Contractor's 
Drawing No. 317829, entitled "EMR Acceptance 
Test Plan - Systems 3 and Up" - 

• for EMR #3 dated 30 March 1966 
• • for EMR #4 dated 16 Nov. 1966 

• for MR #5 dated 10 Aug. 1966 
•for EMR #6 dated 1 Oct. 1.968 
♦for EMR #7 dated 1 Oct. 1968 

• for EMR #8 dated 1^ Oct. 1968 


(ii) 


(iii) 




Test Data Sheets for OPS AGE Equipment as compiled 
cordance with the Contractor's Drawing No. 

noi ^ "System Acceptance Test Procedure 

19q.5 OPS AGE 


•for OPS AGE #1 (undated) 
•for OPS AGE #2 (undated) 
•for OPS AGE #3 (undated) 


Unit Delivered 28 Oct. 1966 
Unit Delivered 20 Dec. 1966 
Unit Delivered 21 Feb.1968 


Test Data Sheets for OPS AGE/EMR Marriage Testing 
as compiled in accordance with the Contractor's 
Drawing No. 361029, entitled " OPS AGE/EMR 
Marriage Test Procedure" 

• for OPS AGE Ser. #1/EMR Ser. #1. Marriage Test 

•for OPS AGE Ser. #2/EMR Ser. #Z Marriafe Test 

•for OPS AGE Ser. #3/EMR Ser. #6 Marriage Test 
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Presuming that there is no further need for the above documents 
on the part of either the 5P0 or ASPO it is the writer’s 
recommendation that same be consigned to the Contractor’s 
files for potential future reference. The documents would be 
retained until such time as the Contractor would determine 
that same provided no significant program benefit - At this 
point the records would be destroyed. 

SPO concurrence with the above is requested. 

With the disposition of the above records the writer trusts 
that all requirements under the subject Contract item have 
been completed. In the event additional information is 
required please contaot the undersigned. 


JM: vg 
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